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The General Electric Co., Ltd., 

Head office: 

MAGNET HOUSE, KINGSWAY, LONDON. W.C.2. 

Telephone: REGENT 7050 (50 lines). Telegrams: ^'ELECTRICITY. WESTCENT, LONDON." 

BRANCHES THROUGHOUT THE UNITED KINGDOM AND IN ALL THE PRINCIPAL MARKETS OF THE WORLD. 
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SILVER 



"GECoRAY" Silvered Glass Reflectors liave always 
been distinctive for efficiency, brilliance, permanence 
of the silver reflecting surface, and durability of the 
backing. ^ 

Now, tbey are equally distinctive in appearance. 

"GECoRAY" Reflectors will Kereafter be supplied 
witK tKe new silver colour satin finish, 

The silver colour is suggestive of li^ht, is less 
conspicuous when not concealed by valance and pelmet 
and harmonizes better with general surroundings. 
The '^GEQoRAY" is therefore easily distinguished 
from any other type of window reflector. 

The new finish adds even greater durability to the 
reflector than that previously used. There is, of 
course, no change in the double coating of pure silver, 
nor in the *' GECoRAY " copper backing which 
ensures permanence of the reflecting surface. 



READ THE 5 YEARS' GUARANTEE, 
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INTRODUCTION 



THE problem of shop window lighting is an absorbing one, which concerns the 
progress of every enterprise destined to survive the acute competition prevailing 
to-day in every branch of retail trading. It is a problem concerning a medium 
ixi which the largest measure of sales-promoting influence is centered. 

The shop window is the index to the intelligence and business acumen concentrated upon 
the activities behind it. It conveys to every passer-by either progress, stagnation or 
retrogression. 

The solution of this problem has engaged the close attention of specialists in the science 
of hghting — men with broad outlook — resourceful engineers and skilled craftsmen. That 
the result has been to lift shop window lighting from mediocrity to a high plane of 
perfection, is illustrated (with conviction) by the GECoRAY SYSTEM. 

The GECoRAY SYSTEM of shop lighting embodies principles of art as well as science. 
It furnishes an attractive frame, capable of limitless variation, to meet every form of 
display : giving the finishing touch to all the artifice embodied in that display's creation. 

* 

The GECoRAY SYSTEM is not a mere auxiliary. The shop window is too full of 
profit-producing possibilities for the employment of hght as a subordinate item. It must 
be an integral part of the display, as without it display is useless, at a time when most 
passers-by have time to appreciate it. It is a magnetic force in sales-endeavour more 
important than the display on which it is focussed. 

As a potent force in stimulating interest in such goods — and interest is the initial step 
towards an increased volume of actual sales— r/^e GECoRAY SYSTEM stands supreme. 



READ THE 5 YEARS' GUARANTEE. 
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DAVID DRAGEc: SONS t 




A TASTEFULLY DKESSED ^Vl^'DO■\V EMPLOYING THE ^ GECCjFAY SYSTBM, 





THE GECORAY SYSTEM ACCENTUATES THE BEAUTIES OF THIS SPLENDID DISPLAY, 

READ THE 5 YEARS' GUARANTEE. 
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THE SYSTEM EXPLAINED. 



The GECoRAY SYSTEM is the effective utilisation of electric lighting for shop window 
purposes on the reflector principle. It is designed to direct light with the utmost 
eEciency precisely where it is needed. Used with the type of lamp for which each 
reflector is rated, it ensures even, brilliant; yet soft illumination, which is soothing to the 
eyes and at the same time succeeds in bringing out to the full the tone, texture, and salient 
selling points of 'whatever goods may be shown. 

The system is one which conforms to modern ideals : adequate illumination, diffusion 
without glare, the source of light discreetly screened. This effect is attained by 
*' Top-lighting '' — by the installation of specially designed reflectors, hidden by a valance 
or pelmet and placed in the front of the window ceiling. 



t 



This forms the basis of the GECoRAY SYSTEM, and on this basis is built a 
superstructure of artistic variation which gives command of a wide field for individual 
expression on the part of those who adopt it. 

The silver glass reflector, of itself, marks a definite advance in the art of lighting, but by 
the simple addition, of colour screens, effects can be obtained with ease and speed which 
give real distinction to any display. Such colour schemes can be adapted to suit any 
required purpose or type of window display, and by the use of a motor-flasher colour 
changes can be effected at pre-determined intervals with very striking results. For 
directing attention to some particular feature a flood-light, or a spot-hght can be employed 
to illuminate it with more pronounced intensity. The attention-compelling value of a 
window is increased by fifty per cent, in this way. 

Detailed particulars of the window lighting equipment referred to are given in the 
following pages. They wifl be found to solve the problem of shop window lighting 
completely — the result of long experience and tireless investigation on the part of the 
Illuminating Engineering Department of The General Electric Co., Ltd. This department 
is willing at all times to give the benefit of its experience to the shop-keeper by advising 
him on any of the many problems with which he is continually confronted. 



READ THE 3 YEARS' GUARANTEE. 
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A (.-, L.C, WINDOW EMPLOYING THE *' GKCoRaY SYSTEM. 
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WHATEVER THE DISPLAY, IT CAN BE IMPROVED BY THE "GECORAY SYSTEM. 

READ THE 5 YEARS' GUARANTEE. 
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DEMONSTRATION SERVICE. 



The GECoRAY SYSTEM of shop window lighting is demonstrated in a practical manner 
at Magnet House, Kingsway, London, W.C.2. The G.E.C., Ltd., have installed 
demonstration windows at the Head Office, London, and the principal branches, situated 
at Birmingham, Cardiff, Glasgow, Leeds, Liverpool, Manchester, and Newcastle. 

These demonstration windows are equipped so that the whole range of the GECoRAY 
SYSTEM lighting effects can be revealed under conditions approximating as nearly as 
possible to those prevailing in actual practice. They furnish convincing evidence that 
the system can be adapted to meet any particular requirement. The window dressings 
are changed frequently, and each dressing made representative of the most modern 
practice employed for the specific trade dealt in. 

The installation of these demonstration windows renders a real service to all interested 
in better shop window hghting, and they prove the truth of the generally accepted 
assertion, " a brilliantly lighted shop window is a silent salesman turning over constant 

profits." 
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This demonstration service in London and the provinces, should prove particularly 
interesting to Architects, Consulting Engineers, Electrical Contractors and others whom 
it affects in a professional capacity, and a cordial invitation is extended to all to make free 
use of the facilities offered in order that they may be better able to impress their own 
chents with the effects obtainable in the up-to-date shop window. Inspection of actual 
examples of dressed and lighted shop windows carries conviction in a way it is not 
possible to achieve by other means, and the GECoRAY SYSTEM is the greatest of all 
advocates of better shop window lighting, ' . ^ 



The services of the G.E.C. Illuminating Engineers and 
Windows are entirely at your disposal. 



the G.E.C. Demonstration 



READ THE 3 YEARS' GUARANTEE. 
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AN EXAMPLE OF A PACKED WINDOW DISPLAY WHERE EVERY ARTICLE IS CLEARLY 

REVEALED BY THE ''GECORAY" SYSTEM. 




» 



ANOTHER EXAMPLE OF A PACKED WINDOW DISPLAY. XOTICK THE EVENNESS OF 
THE ILLUMINATION, MADE POSSIBLE BY THE ■' GECORAY " SYSTEM. 



READ THE 5 YEARS' GUARANTEE. 
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AN IMPRBSSIVELV DRESSEn WINDOW, DEMOXSTR ATIXG THE EFFECTIVE COLIABORATION BETWEEN THE 
WTXOOW DREISER AND LIGHTING ENGINEER- ANOTHER "GKCnRAV" rXSTALLATTON' 







WHO WOULD NOT STOP TO ADriURE THIS WJNDOW 7 —BEAUTIFULLY DRESSED AND 

PERFECTLY LIGHTED BY THE "" GECORAY " SYSTEM. 



READ THE 5 YEARS' GUARANTEE. 
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ILLUMINATION CURVES 

FOR F.C.4950 ''GECoRAY" REFLECTOR. 



EXPLANATION. 

The diagram shows the 
intensity of illumination at all 
points in a window equipped 
with F.C.4950 GECoRAY 
Reflectors, and is typical of any 
window of which the height is 
approximately twice the depth. 
In this instance the reflectors 
are equipped with 100 watt 
OSRAM GasflUed Lamps, and 
spaced 18 ins. apart. 

The illumination lipon the floor 
of the wmdow at distances of 
I, 2, ^, 4 and 5 ft. from the 
glass, is given at the bottom 
of the diagram. 

Intermediate values ca.n be 
obtained by measuring the 
height of the shaded portion of 
the diagram marked " A " to 
the foot-candle scale " G." 

Similarly the illumination at 
the back of the window at 
various heights is given on the 
right hand side of the diagram 
and intermediate values can be 
obtained by measuring the 
width of the shaded portion 
*' B," 

The three smaller shaded 
sections marked *' C," *' D/' 
and *' E," enable the intensity ^^^gs^^snop 
of illumination on goods placed 
in the centre of the window at 
heights of I, 2 and 3 ft., or " " 
upon shelves similarly placed 
to be ascertained. 




--LAMP FILAMENT CENTRA, 



55 



55 66 63 54 41 

ILLUMINATIOM IM FOOT CANDLES. 

In each case the height of the shaded curve must be measured against the foot-candle 
scale " G:' 

The actual illumination upon the glass of the window itself is ascertained by the thickness 
of the shaded portion " F " on the left hand side of the curve, and it is testimony to the 
good design of the GECoRAY Reflector that up to a height of 7 ft. above floor level the 
illumination on the glass, and consequently the amount of light which is directed outside 
the window is negHgible* 
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READ THE 5 YEARS' GUARANTEE, 



10 — 







Shop Window Lighting 

System. 



• 




F.C. 4950. 
*' SPLENDOUR.' 



• 



For highf shallow windows and medium dressing. Designed 
to accommodate one loo-watt or one 150-waTt OSRAM 

GasfiUed lamp. 

Height; 8^- ins. Width, g^ ins. 

A longer gallery makes the use of one 200-watt OSRAM 
Gasfilled lamp possible, making the overall height 9^- ins. 

Price 32/6 each. 

Price includes gallery, but not lamp or lampholder. 
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The " GECoRAY " SYSTEM of shop window lighting adds attractiveness 
and value to even the best dressed window. It creates an impression of 
cleanliness, neatness and enterprise upon the least dii^criminaling shopper. 



READ THE 5 YEARS' GUARANTEE 
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SILVERED GLASS REFLECTORS 



■ 1 



Sctf NTlf U3VLtV dtStqStD 

All light flux is used and 
placed exactly where it 
is most wanted. 



ECONOMV 

"GECoRAY" Reflectors 
make the maximum use of 
the current consumed. 
There is positively no 
light wasted. 



HBAW^ VhXTtV 
Pure Coppen 

Electro deposited by a 
special secret process over 
the silver, ensuring 
permanency. 





Doubly plated with pure 

silver on the polished 
glass surface makes for 
maximum efficiency. 
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GECoRAY " Reflectors 
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are guaranteed not to 
check, peel or tarnish. 



» . 



One piece non-corrosive 
metal. Ventilated. Designed 
for correct focussing and to 
ensure maximum lighting 
efficiency. Satin silver finished 
to match reflector. 
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YERTicAt nutmqs 

Break up the light, thus 
preventing unpleasant 
shadows and ensure even 
illumination. 



CRYSTAL 

Of the highest quality, 
clear, sparkling and uni- 
form, absorbing minimum 
amount of light. 



5AriN SILVER COiOUR 

This finish distinguishes the 
" GECoRAY '' Reflector from 
all others. It harmonizes with 
any surroundings, and pos- 
sesses remarkable lasting 
properties. 
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ILLUMINATION CURVES 

FOR F.C.4951 "GECoRAY*' REFLECTOR. 
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EXPLANATION. 

This diagram has been prepared on similar lines to that reproduced on page 10, but for 
F.C.4951 GECoRAY Reflectors with 100 watt OSRAM Gasfilled lamps, spaced at 
24 ms. intervals in a window whose depth is three-quarters of its height. 



READ THE 5 YEARS GUARANTEE, 
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F.C. 4951 
*' SCINTOR '' 



• 



For average windows , the depth of which is one-half to 
three-quarters of the height. Designed to accommodate one 
loo-watt or one 150-watt OSRAM Gasfilled lamp. 

Height 8i ins. Width, gi ins. 

A longer gallery maWs the use of one 200-watt OSRAM 
Gasiilled lamp possible^ making the overall height 9] in. 

Price 32 6 each. 

Price includes gallery, but not lamp or lampholder. 



The " GECoRAY" SYSTEM of shop window lighting is quick and easy to 
iBstal — without dislocation of business. It can be adapted to any existing 
structural contour or type of wandow decoration, and to cover any area. 
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READ THE 5 YEARS' GUARANTEE. 
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THE '^ GECORAV " SVSIHM IS IDHAL FUR WINDOWS 1-EATURING FIGURES. 
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THE FULL FORCE OF THIS WELL THOUGHT OUT WINDOW DISPLAY IS BROUGHT OUT BY THE STRIKING 

LIGHTING F.FFKCTS. ANOTHER EXAMPLE OF THE " GECORAV " SYSTEM, 

READ THE 5 YEARS' GUARANTEE. 




10 — 




Shop Window Lighting 

System. 



f ' 




F.C. 4952 
"LUSTOR " 




For high, shallow windows and medium dressing. Designed 
to accommodate one 6o-watt OSRAM Gasfilled lamp. 

Height, 6 ins. Width, 7I ins. 

Price 28/- each. 

Price includes gallery, but not lamp or lampholder. 
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The " GECoRAY " SYSTEM is economic in initial outlay. Its main- 
tenance cost is negligible- It pays fur itself many times over through 
increased sales produced by it. The " GECoRAY " equipment is of 
soundest construction in materials and workmanship. 



• 



READ THE 5 YEARS' GUARANTEE. 
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F.C. 4953 
** METEOR •' 



For small windows. Designed to accommodate one 6o-watt 

OSRAM Gasfilled lamp. 

Height, 5^ ins. Width, 6} ins. 




Price 25/- each. 

Price includes gallery, but not lamp or hmpholder. 



• 

• 
• 
« 



The Illuminating Engineering Department of The General Electric Co^^ 
Ltd,, is at your disposal to co-operate in the preparation of any shop 
\rindow lighting schcme^ Lighting experts may be consulted FREE and 
without the slightest obligation. 



READ THE 5 YEARS GUARANTEE, 
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F.C. 7950 

For high, shallow windows. Designed to accommodate one 
300-watt or one 500-watt OSRAM Gasfilled lamp. 

Height, iji ins. Width, 12 ins. 

Price 90/- each. 

Price includes gallery, but not lamp or lampholder. 



i 



The '* GECoRAY '' SYSTEM gives a clear mental picture of your 
window display. 

The cost of " GECoRAY " Silvered-giass Reflectors, spread over the 
vears of service they render, means but a few half-pence a month. 



READ THE 5 YEARS' GUARANTEE. 
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F.C. 7951 



For average windows. Designed to accommodate one 
500 or one 500-watt OSRAM Gasfilled lamp. 

Height, 17I ins* Width, 12 ins. 

Price 90/- each. 



Price includes gallerv; but not lamp or lampholder. 
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It will pay yoxi well to keep your windows lighted after closing hours. 
There is no need for yuu to trouble to switch off the lights. The G-E.C, 
Time Switch automatically extinguishes the lights at any pre-determined 
hour. Full particulars on request. 
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READ THE 5 YEARS' GUARANTEE. 
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FLOODLIGHTS AND SPOTLIGHTS 
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F.C. 4949 



Designed to throw a concentrated beam of light upon any 
special feature in the window display, or for floodlighting the 
whole window. It is supplied complete with bracket, and can 
be fixed to any flat surface, either vertical or horizontal. The 
ball and socket joint gives universal adjustment of the direction 
of the beam. Will accommodate one loo-watt OSRAM 
Gasfilled projector type lamp (for spotlighting), or one 200-watt 

OSRAM Gasfilled lamp for floodlighting. 



Price 57/6 each. 

■ * 

Price includes bracket and gallery, but not lamp or lampholder 



t 



READ THE 3 YEARS' GUARANTEE. 
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SPOTLIGHTS. 







F.C. 494S 






This small spotlight is solidly constructed with a metal housing, 
amply ventilated, A high quahty lens is provided, as well as 
telescopic focussing adjustment. The bracket allows the 
concentrated beam of hght to be directed exactly where 
required, and four different colour screens (one each, red, 
orange, green, and blue) are provided with each projector. 
Designed to accommodate one loo-watt OSRAM Gasfilled 

projector type lamp. 

Price 67 6 each. 

Price includes bracket and colour screens, but not lamp or 

lampholder. 

Price of zso-watt size obtainable on application. 





READ THE 5 YEARS' GUARANTEE 
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COLOUR SCREENS FOR USE WITH " GECoRAY 



99 
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F.C; 4954. 
" GECoRAY '* 

Colour Screen Equipment 



F.C. 4951, 
"GECoRAY" Reflector with 
'' GECoRAY" Colour Screen. 



THE APPLICATION OF COLOUR TO SHOP WINDOW LIGHTING. 

In recent investigations made by illuminating engineers, thirty-six shop window tests 
were made where coloured light had not previously been used. It was found that, for a 
given amount of electric current, coloured light attracted about 40% more people to the 
displays than the same windows dressed in the same way without the use of 
coloured light. 

A " GECoRAY " customer, in commenting upon the result of his windows illuminated 
with " GECoRAY " silvered glass reflectors and " GECoRAY " colour screen equipment 
said ** that for every single person attracted to the usual white hghting, fifty are attracted 
by the use of coloured lighting effects/' 

4: 4l « 4e 4e * "^ 

The " GECoRAY " colour screen equipment is specially designed to enable colour- 
lighting effects to be obtained with " GECoRAY " silvered glass reflectors. It is of 
extremely neat design, and is very easily fitted without removing the reflector. The 
colour film is held in place between two rings with retaining wires stretched across the 
openings of each. Two spiral springs serve to clip the attachment to the gallery. Four 
colour films (one each. Red, Orange, Green, and Blue), supplied with each colour 
screen equipment. 

F.C. 4954. 

Price 15/- each. 

Complete with Four Colour Films. 






REAO THE 5 YEARS' GUARANTEE 
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GASFTLLED LAMPS 



Recommended for use in conjunction with 



The "GECoRAY" 

Shop Window Lighting System. 
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The '' GECoRAY *' system of shop window lighting 
is essentially a system that economises in lamps and 
current consumption. Because absolutely no light is 
wasted. But best results can only be obtained by 
using reliable lamps, and those that can be depended 
upon to give maximum lighting service for the 
current consumed. Price is not a determining 
factor. Reliable lamps are made to a lighting 
standard which ensures economy. 

The fact that many of the best lighted and most 
successful shop windows in the country are 
illuminated with OSRAM gasfilled lamps is 
eloquent testimony to efficiency. They can be 
depended upon at all times to give the maximum 
amount of hght for the current consumed. 

To minimise the risk of breakage, and to improve 
their appearance, all types of OSRAM gasfilled lamps 
are made " pipless.** 

Users are warned in purchasing OSRAMS to see 
that the voltage marked on the bulb corresponds 
with the voltage at which the lamps are to be used. 



PRICES. 



Voltage 

Kange 


V.atls. 
Go 


• 

i vpc of 
1 Cap. 


Approximate 
Current Consumption. 


Price 


each. 




B.C. 


I unit in 17 hours . , ' . , 


3 





TOO 


100 


B.C. 


I unit in TO liours , . 


5 





to 


iy> 


B.C. or E.S. 


I unit in 7 hours 


7 





260 


200 


E.S. 


I unit in 3 hours 


9 







300 


G.E.S. 


I unit in 3| hours . . 


13 







500 


G.E.S. 


I unit in 2 liours 


15 
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READ THE 5 YEARS' GUARANTEE. 
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THE GENERAL ELECTRIC CO., LTD. 

Known throughout the World as the 



Manufacturers and Suppliers of Everything Electrical. 



WORKS : 



KNGINEERING WORKS 
CARBON WORKS 
LAMP BLACK WORKS 

BATTERY WORKS 

STEEL CONDUIT WORKS 
"FREEZOR" FAN WORKS 
SWITCHGEAR WORKS 
MOULDED INSULATION WORKS 
TELEPHONE WORKS 
WIRELESS APPAR-ATUS WORKS 
ART METAL WORKS 
INSTRUMENT WORKS 



WittoQ, BIRMINGHAM 
Witton, BIRMINGHAM 
Witton, BIRMINGHAM 
Witton, BIRMINGHAM 
Witton, BIRMINGHAM 
WittoQ, BIRMINGHAM 
Witioa, BIRMINGHAM 
Witton. BIRMINGHAM 
STOKE, near Coventry 
STOKE, near Coventrv 
Wheelev's Lane, BIRMINGHAM 
Silk Street, SALFORD 



OSRAM-G.E>C. LAMP WORKS, Brook Greeo, Hammersmith, LONDON 

RESEARCH LABORATOaiES ... 



ACCESSORIES WORKS ■ Union Works, WEMBLEY, LONDON 

RAILWAY SIGNALLING | Union Works, 

APPARATUS WORKS) WEMBLEY, LO.NDON 

GLASSWORKS LEMINGTON-ON-TYNE and 

WEMBLEY 
METER WORKS BIRMINGHAM 

STEAM-TURBINE WORKS .. ERITH 

CONVEYING AND MINING 1 rk-i-th 

PLANT WORKS r^*^*^" 
CABLE WORKS SOUTHAMPTON 

HEATING AND COOKING ' t-^^„ w«.i,c Rn3«Tvi,"u*»/ 

APPARATUS WORKS f^°*" ^''^^^' BIRMINGHAM 



WEMBLEY. Middlesex. 



HOME BRANCHES : 



ABERDEEN 

BELFAST 

BIRMINGHAM . . 

BRISTOL 

CARDIFF 

CORK 

DUBLIN 

DUNDEE 

EDINBURGH 

GLASGOW 

HUXL 

IPSWICH 

LEEDS 

LIVERPOOL 
MANCHESTER . . 
NEWCASTLE-ON-TYNE 
NOTTINGHAM .. 
SHEFFIELD 
SOUTHAMPTON 
SWANSEA 



Address. 
Magnet House, 30^ Adelphi .. 

9/13, Queen Street 

Magaet House, Moor Street , , 
Magnet House, 81 , Victoria Strset . . 
Magnet House, Womanby Street 
Magnet Hou«e, 74, Grand Parade . . 

13, Trinitv Street 

26/30, Nortli Lindsay Street.. 
Magnet House, 100, Hanover Street 
Magnet House, ?!, Waterloo Street 
Magnet House, 28, Char'otte Street 
Commercial Union Bnildings, Princes Street 
11 a. Wellingtoa Street 
Magnet House, Church Alley 
Magnet House, Victoria Bridge 

30, Gallowgate 

Magnet House, 4, Chapel Bar 
Magnet House, Angel Street . , 
Magnet House, 24, High Street 
Magnet House, 44. Wind Street 

OVERSEAS BRANCHES 
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Telephone No. 
2986 .. 
4276/7 .. 
Central 7944/51 
4482/3 .. 
2620 . . 
823 

3300 . . 
182 

Centra] 8840/1/2 
Central 9250 .. 
Central 2821/2.. 

379 

Central 20671 .. 
Royal 5380 (6 lines) . . 
Centra] 7460 .. 
5275/6/7/8 

4265 

Central 4960/1/2 

4463 

Central 5049 " '. . 



* ■ 



Telegrams. 

" Relay." 

" IgnitJOQ." 

" Insulator." 

■' Gceko." 

" Magneto." 

" Relay. ' 

" Push." 

"Geeko." 

'Gecko,- 

" Apparatus." 

■* Switch." 

" Starter." 

" Induction." 

" Electricity." 

" Induction." 

■■ Switch." 

"Electricity." 

" Induction." 

' Freezor." 

" Booster." 
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AUSTRALASIA : 

THE BRITISH GENERAL ELECTRIC CO., LTD., 

154/6, Clarence Street, SYDNEY (N.S.W.), 

590, Bourke Str«et West, MELBOURNE (Victoria). 

Magnet Hoii?e, 21, Pultensy Street, ADELAIDE, S. AUSTRALIA. 

370 to 372, Murray Street, PEHTH, WESTERN AUSTRALIA. 

Euipire Bui-'dings, Willeston Street, WELLINGTON (N.Z.). 

Magnet House, 14, Dowling Street, DUNEDTN fN.Z.). 

Jan.ieson's Buildins, 24/26, Lome Street. AUCKLAND fN.Z-1. with 
Offices at NEWCASTLE (N.S.W.), and agencies in BRISBANE 
(Queensland), and in the Fiji, Navigation, and Friendly Islands. 

SOUTH AFRICA : 

THE BRITISH GENERAL ELECTRIC CO., LTD., 

Corner of Lovedav and Anderson Streets (P.O. Box No. 2406), 
JOHANNESBURG. 

83'89, Castle Street {P.O. Box No. 1327), CAPETOWN 

20, Queen Street, PORT ELIZABETH. 

Magnet House. 56, Field Street, DURBAN, 

with agencies in Salisbury and BuJawayo (Rhodesia), and East 
Loudon (Cape Province). 



INDIA AND BURMAH : 

THE GENERAL ELECTRIC CO. (INDIA), LTD., 
14, Old Court House Street, CALCUTTA. 
100, Armenian Street, MADRAS. 
235. Hornby Road, BOMBAY. 
Lawrence Road, LAHORE. 

FEDERATED MALAY STATES AND STRAITS SETTLEMENTS : 

THE GENERAL ELECTRIC CO., LTD., 

Masnet House, 5, Battery Road, SING.APORE (P.O. Box No. 203). 
Straits Settlements. 

CHINA, IMANCHURIA, AND KOREA: 

THE GENERAL ELECTRIC CO. OF CHINA, LTD. 
Bos No. 503 C.P.O., SHANGHAI. 
2, Oueon's Building, HONG KONG. 
DAlREN. South Manchuria. 

ARGENTINA AND URUGUAY: 

ANGLO-ARGENTINE GENERAL ELECTRIC CO., LTD., 
I475/I483, Rivadavia (Plaza del Congreso), 

' - BUENOS AIRES (Argentina). 

EUROPE : ' 

GENERAL ELECTRIC DE FRANCE, LTD.. 10/12. Rue Rodier, PARIS. 
AGENCIES : ' 



EAST AFRICA : 

THE EAST AFRICAN ENGINEERING AND TRADING CO., LTD.. 
DAR-ES-SALAAM for TANGANYIKA Territory (late German East 
Airiea) and the ISLAND OF ZANZIBAR. 

WEST AFRICA : 

THE AFRICAN & EASTERN TRADE CORPN., LTD., 

Royal Liver Building. LIVERPOOL, for GAMBIA, SENEGAL, 
PORTUGUESE GUINE.V SIERRA LEONt, LIBERIA, GOLD 
COAST, IVORY COAST. TOGOLAND, DAHOMEY, NIGERIA, 
CAMEROONS, GABON, and part nf the BELGIAN CONGO. 



SOUTH AMERICA: 

BERCELIO BECERRA ARAUJO, 

Banco de la Republica Piso, 30, No. 325, BOGOTA 
for REPUBLIC OF COLOMBIA. 



ASIA: 

DAVID SASSOON & CO., LTD., 9, King William Street. London, E.G.. 

tor MESOPOTAMIA and PERSIA. 
HARRISONS & CROSFIELD (BORNEO) LTD., SANDAKAN, for 

BRITISH NORTH BORNEO and LABUAN. 
BANGKOK DOCK CO., BANGKOK, for SIAM. 
N. V. VAN DEN BERG & CO.'s METAALHANDEL, MEDAN. Sumatra 

for DUTCH EAST INDIES. 
ARABIAN TRADI.NG CO., ADEN, for ADEN and district. 
Messrs. E. H, HUNTER & CO., OSAKA, KOBE, TOKYO, lor EMPIRE 
OF JAPAN and ISLAND OF FORMOSA. 

EUROPE : 

"ELECTRIC" SOCIETE CO-OPERATIVE, 61, Boulevard PoincariJ 

BRUSSELS, for BELGIUM. 
N. V. VAN DEN BERG & CO.'s METAALHANDEL, 163. Prinz Hendrik 

Kade. AMSTERD.\M, for HOLLAND. 
A/S C. TENNANT, SONS & CO. (SKANDINAVIEN). 

Kirkegarten, 14/18, CRISTIANIA. for NORWAY. 
HARKER, SUMNER & CO., 14, Largo do Corpo Santo 18, LISBON, with 

of&ces in OPORTO, for PORTUGAL. 



Head Office : Magnet House, KingSMray, London, W.C.2. 

Telephone: Regent 7050 (SO lines). Telegrams: "Electricity, Westcent, London." Cablegrams: "Polyphase, London/' 



Issued hy the (i.E.C. Pnbii.ity Organiialiun. Magnet Htjuie. Kin^iway. Lundtm, W.C. 2 
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for a period rf £126 
^6AR S frpm date of puithase 
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to replace free of diafy e 
anq faECoRAy reflector 
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that checks, peels or n 
tarnishes, tf usd^ witiv th«^ 

lamp specified. 
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THE GENERAL ELECTRIC CO.,UD 



H E AD OFF ICE 
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MAGNET HOUSE, KINGSWAY, 

LONDON, W.C. 2 
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